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2.40 (a) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIPITORSL 

£.40 (aj Each dealer of exhibitor shall have an aflending velerinafian who shall pnovitte adeqtiale veterinary care \o 
ita animals in compliance with (hia section. 

- The fenneo fox has a thick hair mat on his badt, Hair mats can lead to underlyirig skin infections,. We necommend 
having a lican^d veterirtarian examine the animal. 

Correct by: 2l April MiO 

3.80 (a) (1) 

PRINARV ENCLOSURES, 

3 90(a) (1 ) Primary Endosures - General requirements 

Primary erKlpHirga must be designed and constructed pF soHahle malariala SP lhal they are etruglurally swnd Fqr Ihe 
species of nonhumen pnmaJes contained In Ihem. They must be Kepi In good repair. 

- The pigtailed macaque enclosure contains a perch and playhouse which have been reduced 1o pieces and are no 
longer structurally apund. Theae need lp be rerhcved or repaired. 

Correct by: 25 April 2d 10 

3-80 (a) (2) (ill') 

PRINARY ENCLOSURES, 

Sec. S.flO Primary enclosures. 

Primary ancl[?5.ures must conlain |he nqnhuman primates securely and prevent accidental opening pi the enclpsure, 
indudiing oponlr^ by iho animal. 

- The doer ort the cinammon capuchin pen is not securely locked- The door is being held shut with a makeshifi wire 
panel and chain. Euclpsure deal's muai be secure. 

Correct by: 25 April 2010 

3.83 

WATERING. 

Sec. 3,53 Watering. 
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Water neceptacfes must be l<ep^ clean and sanitized at least once everv £ weete or as often as necessary le keep 
them clean and free frem ccntaminaticn. 

- water b<ns In me nonhuman prlmale area are snowing e>ioessNe contammatton aixl discoloration. Water needs to 
be cbanged more Frequently arrd bins cleaned as neoessary All enclosunes other than Ifie finsl cage were alf ecfed . 
CorrKrI byr 25 April 2010 

3-84 (b) (£) 

CLEAMING, SANCnZATIOM, HOUSE KEEPIhIC, AND PESTCONTPOL. 

3 94b (£) Primary enclosones must be sanitized as often as necessary lo prevent an excessive accumulation of dirt^ 
detKis, waste, or disease hazard. 

■ The varvet ar^losora and ll>a cinnamon capochm port bavo oxcessive buildup of tecas. dabrls, and mud. 

Rnclosures must be cleaned as often as necessary to prevent waste buildup. 

Correct by: 1 May 201 0 

3-84 (c) REPEAT 

CLEAHIHG, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL 

Section 3 64(c) Housekeeping. Buildings and surrounding grounds, must be kept clean and in good repair to 
facilitate the hustiandry praqtioaa- 

- There is an accumulalion of building material and other debris near tbe ttKinkey bouse wbich provides potential 
harbcragie for rodents. This area abbuld cleaned artdi'br organized. 

3.125 (a) REPEAT 

FACILITIES, GENERAL 

Section 3 1£S(a) - Structural strength . Fadlities rnust be constructed and maintained in such a manner as lo protecl 
the animats from injury and lo contain the animals covered under Support F. 

- A seotwn of tbe conorele wall comprising orte of Ihe wolf shelters is leaning and appears unstable. 

- tbe ibp. pari bl one ^CEibn bl Isnce in the 3rd wblF pen is buckled at Ihe tap and leaning. There la a gap at the 
comer junction 

- tbe lop- rail of Ihe fence in tbe tiger enclosure iTwtsTer’s pen) ig sagging and unstable. The other tiger enclosure also 
haa a leaning lance line 

’ At tbe lap of one cougar enclosure., several thick wires protrude into Ihe enclosure. 

- in Ihe zebra pen, a comer section ot fence has a loose board with exposed nails 
' me bollom ol the tanca in ihe porcupina enclosure has loose wire at boLlom 

- me kangaroo pen has the following: 

- loose wire inside Iha pen 

- me large shefter has an unstable tour^datlcn 

- one section of fence is missing the lop rail 

- one bl the small sheliers has a tin roof wilb sharp edges 

All lacililies must be ccnsiructed and maintained to contain and protect all enclosjed animals. 
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3.125 (c) 

FACILITIES. GENERAL 

3 12S(c) Storage 

Supplies pi food and bEddingi shall be stored in laclIHies which adequelely prgtaci sudh supplies against delerigratigr. 
RalrigeratKtn shall bo pftividcKt ter supplies o1 perishable teod. 

- lin ihe storage ngmin, one ol the upright Freezers dees nol appear lo be Functidninig properly. There was evklence d1 
ll(|uid leak stain Inside iftt Ireezer and a noticeable odor vtrtten the freezer was openod . The freezer should be 
repaired or removed, 

Correct by: 1 May 2D1 D 

3.127 (b) 

FACILITIES. OUTDOOR, 

3, 127(b) Shelter 

Malural or artlFloial shelter apprppriabo Fpr |ho species concerned gtiiall be provided tor all animala kept qutdwrs ip 
afford them prolecttori. 

- In a fronl pasture a single alpaca is being kept with a group el dohlieys. TTiere is only a single shelter which could 
not contain all animals at once. Though the donkeys are ixit ragulated, their preserve might prevent the alpaca from 
using (he shelter. Animals need mpee available shelter. 

Corf eel by: 15 July 2010 

3.127 (d) 

FACILITIES. OUTDOOR. 

3 127 (d) Perimetet fence 

All qufdgcr Facilities (a.a., lacililies not anfirely indoors-) musi be anglosned by 0 perimeter lenge that is ot sutfic«nrt 
height to Keep animals and unauthonzed persons out. 

- the perimeter lence behind the monkey enclosure is missing a top seclion oF a tew panels. Wiihin Ihe missing 
section, the lence is not an adeejuate height. 

Corract by IS May MtO 

3.132 REPEAT 

EMPLOYEES. 

Seclion 3 132 - Employees. A sufficient number of adequately trained employees shall be ulilized to maintain the 
proFassianally acceptabte level o1 husbandry praoticos. set 1orth in this sUbport. 

- The continued dtaJlons lor repairs, cleaning, and Food storage suggest Iheire are nol et^ough peepte on staff lo 
mainiain lyusbandry practices lor a lacility al this size. 
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Inspection and exit interview conducted Michae* Tygart lYMOj, Karl Thomlon (ACI), and Ihe licensee. 
Rapon sent via standard and carli1»ad mail. 

This is a transcribed copy cl the original report. 
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